Garrett Ace Apex is a new innovative metal detector with new Garrett’s Multi-Flex technology a multi- 
frequency feature introduced in Nokta Impact and Minelab Vanquish, but with best performance and 
sensitivity. 


Multi-Flex technology give the prospector a wide variety in detection applications for different types of 
ferrous or non-ferrous metals and detection of buried objects at different sizes in all terrain and soil 


types. 


Garrett Ace Apex combines modern design with a large screen with excellent performance, excellent 
detection depth on a wide variety of targets, plus a fast target recovery speed and a variety of practical 
uses that suit all the needs of prospectors and treasure hunters. 


Garrett Ace Apex is a gold detector that must be acquired by the prospector in order to discover 
precious objects and hidden gold at a competitive price. 


Watch this video for full overview about device features: 
https://www.youtube.com/watch?v=8211tkxXIWbo 

Garrett Ace Apex is available at low price and free shipping to all countries... 
Just call us and order your device now... 

Contact Details: 

Mobile: 

0090 507 441 0705 

Whatsapp-Viber : 


0090 507 441 0706 


